AMENDMENT NO. 1 DECEMBER 2023 
TO 


IS 11513 : 2017 HOT ROLLED CARBON STEEL STRIP FOR COLD 
ROLLING PURPOSES — SPECIFICATION 
( Second Revision ) 


(Page 1, clause 1, para 1) — Insert the following after the para: 


‘This standard does not cover hot-rolled coils, intended for manufacture of grades as defined in Table 1 of IS 648 
or any cold-rolled non-oriented (CRNO) electrical steel sheet and strip.’ 


(Page 1, clause 2) — Insert the following new entry at appropriate place: 
IS No. Title 


IS 648 : 2022 Cold rolled non-oriented electrical steel sheet and Strip — Fully processed type — 
Specification (sixth revision) 


(MTD 04) Price Group 1 
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